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Set, Gag,  Casualty  Treatment.  Regimental 

SOURCE:  Tokyo,  Japan. 

IMPORTANCE:  Not  previously  reported.  Adjunct  to  Technical  Reports 
on  Regimental  Hospital  (MTR  #185)  and  Gas  Casualty  Sets  for 
Field  Hospitals  (MTR  #187  and  190). 

DESCRIPTION;  This  gas  casualty  set  consists  of  two  olive  drab  color¬ 
ed  chests,  30”  x  202  x  16”.  The  chests  are  made  of  wood  with 
metal  reinforcements.  Each  chest  has  two  metal  hinges  and  two 
metal  hasps.  The  cover  has  a  leather  skirt  to  help  make  it 
water  proof. 

Each  chest  has  a  leather  covered  rope  handle  on  each  end 
fastened  to  the  chest  by  metal  loops.  Each  is  marked  with 
the  international  Red  Cross  emblem  on  the  back  and  on  each  end. 
The  Japanese  characters  on  the  cover  of  each  chest  are  inter¬ 
preted  as  ’’Medical  Corps  Gas  Medical  Pannier”. 

COMMENT:  This  3et  of  two  chests  contains  medic inals  used  in  the 
treatment  of  gas  casualties.  These  two  chests  are  attached 
to  a  Regimental  Hospital  (MTR  #185)  when  the  danger  of  gas  is 
imminent o  They  are  smaller  and  less  comprehensive  than  the 
larger  sets  attached  to  Field  Hospitals  (See  MTR  #165, #187  and 
#190), 

-  * 

Tbhs^  cheats  exs  well  packed  and  the  drugs  found  therein  are 
the  usual  kinds  found  in  Japanese  Gas  Casualty  Sets. 
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Chest  {& 


1. 

Gloves,  rubber 

pr 

15 

20 

Cloth,  rubber 

sheet 

5 

3. 

Tablets,  sodium  bicarbonate 

ea 

2500 

4. 

Ringer  solution,  concentrated, 

ampoule 

ea 

80 

5„ 

Solution,  glucose,  concentrated,  ampoule 

ea 

75 

6S 

’Liquid  measurer 

ea 

1 

7. 

Ointment,  adkaline,  ophthalmic 

gm 

200 

8» 

Tablets,  codeine 

ea 

200 

9o 

Serum,  tetanus,  ampoule 

ea 

20 

10. 

Soap 

piece 

30 

11. 

Solution,  sodium  nitrite,  ampoule 

ea 

50 

12. 

Solution,  Sodium  thiosulphate, 

ampoule 

ea 

50 

13. 

C  ount  er  -  po  is  on 

pkg 

100 

14. 

Cellophane 

sheet 

100 
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28. 


Lime  water  with  linseed  oil 

gm 

5000 

Petroleum  benzene 

gm 

500 

Sodium  hydroxide 

gm 

500 

Plo  l  ... c  a :  h  g  ’  po*. 7d  d :? 

gm 

500 

Tablets,  sulphamine  (su If anil  amide) 

ea 

1000 

Tdbl*tfj f  r rliapyr  idine 

ea 

1000 

IWedical  carbon 

gm 

1000 

Zinc  oxide 

gm 

2000 

Vase!  me 

gm 

3200 

Ointment,  liver  oil 

gm 

4800 

Solution,  methylene  blue,  ampoule 

ea 

50 

Sesame  oil 

gm 

2000 

He mo glob incmetar 

set 

1 

Syringe,  large 

set 

2 

Cup,  eye 

ea 

‘20 

Eye  bandage 

ea 

90 

Spatula 

ea 

2 

Tablets,  caffeine -sc iium  benzoate 

ea 

100 

Solution,  caffeine  sodium  benzoate,  amp 

ea 

100 

Solution,  to  scop  sneezing,  amp 

ea 

60 

Tablets,  zinc  sulphate 

ea 

20 

a 

Solution,  s tr oqhanth in ,  ampoule 

ea 

200 

Solution,  digitamin,  ampoule 

ea 

60 

Solution,  beta  camphor,  ampoule 

ea 

500 

Solution,  novooaine,  ampoule 

ea 

20 

Tel  1  eus ,  nercurochrome 

ea 

100 

Soiutzcn,  lobeline,  arpoule 

ea 

70 

T able ts,  d ig i t al  i s 

ea 

300 
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